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NOTES: 


MATERIAL: BLACK BACKGROUND, LABEL MAT'L TO BE 
1. 
.004 WHITE VINYL WITH RUBBER BASED SOLVENT ADHESIVE, 
UV PRINTED 1 MIL CLEAR OVERLAMINATION 


TEXT: ARIAL BOLD CAPS, SIZE 22, YELLOW, BACKGROUND BLACK 
2. 


WARNING 
Removal of Solenoid Cover may result in the 
Solenoid falling from Nubbins Receiver. 
Use caution when removing the cover. 
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APICAL INDUSTRIES 


SCALE : 


SIZE 
DWG. NO. 
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SHEET 1 OF 1 


REV. 
SOLENOID WARNING LABEL 


3/19/09 
ORIGINAL DATE 
(DA-MO-YR) 
DRAWN BY 
CHECKER 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 
TOLERANCES ARE: 
2 PLACE DECIMALS .03 
3 PLACE DECIMALS .010 
ANGLES 2 
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THE INFORMATION CONTAINED IN THIS DRAWING IS THE SOLE PROPERTY OF 
APICAL INDUSTRIES ANY REPRODUCTION IN PART OR WHOLE WITHOUT 
THE WRITTEN PERMISSION OF APICAL INDUSTRIES IS PROHIBITED. 
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